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NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, M* ^ 


LIDOCAiNE 0.5% INJECTABLE 

0 

Flavor 

Description: 

Quantity made; 1200 ML 


ii 


Scl 


Batch yield: 1,200.000 
Qty remaining: 1,200 .000 


Ro 


Date made: 5/31/2012 
Lot number: 05312012@26 

Beyond use date: November 27, 2012 8:24 AM 

180 days after compounding date 
Pharmacist: GC ___ 

Technician: <NONE> ^ 

NDC1: 

Packaging: CLEAR VIAUWHITEE CAP 
Equipment: 


Pricing calcul 
Estimated price 
ingredient cost 
Device cost 
Time cost_ 
Profit 


■Sijf b'S 

05-29-12 A 1 1 : 3 0 OUT 

$0-00 Time to make: 0 


$66,013.20 


Labeling: 
Stability information: 

Chemicals 






Sch. 


Quantity used // QS (Balance) Actual cost & date 


i LIDOCAINE HCL (STERILE* POWDER 

L 



$6.00 

09/26/2008 

Lot#: 12120103 ✓ c / 

Mfg: LETCO 


Exp. date: 8/25/2016 ^ Whlsr: 

LETCO 




Chemical Code: \ / 

Volume: 

Potency: 

QS amount/ 


AWP: 


$0.00 

Balance: \J 



v Each ML contains 0.005 GM or 0. 5% 




NDC: 38779008208 


ChemlnvID: 

0 


2 SODIUM CHLORIDE 0.9% (PF) 

LIQUID 


1200 ML fxl 


$1,200.00 

06/17/2005 

Lot#: 00 613-B/V 

Mfg: HOSPIRA 


Exp. date: '9/30(2013- WVhlsr; 

HOSPIRA 



Chemical Code: f 

Batoco: iUtiZTT / f 

Volume: 

Potency: 

QS amount: . j , i AW P: 

* Each ML contains 1 ML or 100% 


$0.00 



NDC: 00264-7800-00 


ChemlnvID: 

286 


3 BENZYL ALCOHOMSTERILE) LIQUID 

• r 

/ . 10.8 ML n 


$10.80 

04/02/2012 

Lot#: 11101015 v / 

Mfg: LETCO 

( , 

ft Exp. date: 10/31/2012./ Whlsr: 

LETCO 




Chemical Code: I 

Volume; 

Potency:/ / 

1 QS amount: 


AWP: 


S3. 24 

Balance; / 


l / 

V Each ML contains 0.009 M Lew 0.9% 

\J 



NDC: 51927139100' 


ChemlnvID: 

37 




(Added all GM & GMS: 6.00) 


$1,216.80 



Log Instructions & Notes 









Originally made as: 1200 LIDOCAINE 0.5% INJECTABLE 

Calculated lot number: 0531201 2@26 Beyond use date: 1 1/27/201 2 
FORMULA INSTRUCTIONS: 

THIS FORMULATION IS A STERILE FORMULA 77<3V AND MUST BE MADE BY A PHARMACIST/TECHNICIAN | 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. I 


FACILITY NAME: So git c ' r i 

ip vmJ 


\fC fclVYlr 



SVRINGEV VIAL SIZE 


QUANTITY:. 

LOT#'S 


loo 


NEW ENGLAND COMPOUNDING CTR 
SS 697 WAVERLY <?T 

MA 01702 8rin. a<M_«Qio / 

-®=^^A[NE_0 1 5%/5jECTARI F / 

LOt * 05312012^6 v/ opener im7Xo\f V 
GC / V w / 

f 10 ML 


MDV 


FILTER LOT* jfa Iff 

SVWN^/WL^^^. OP 

S T ER I LE G AB/'SToPreRLQT fo |$1 

/.. - Lagt ^|f|e^g)3i^o^8:i 


10K 


Date entered?&31/20l28!24!04 /m 
Checked by: 


L1 1 AM. . by: LAB 
^^Date: Ok lS) i 


174756 26 12 002249 


FDA P00084465 
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LIDOCAINE 0.5% INJECTABLE 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph, 800-994-6322 


0 

Flavor; 

Description: 


Quantity made: 1200 ML 


Batch yield: 1,200.000 
Qty remaining: 1,200.000 


Schedule: L Active W\ 

Formula ID: 11 530 
PCCA ID: Log ID: 231472 

Route of admin: 


FORMULA- 


1) WEIGH LIDOCAINE HCL AND ADD TO 85% FINAL VOLUME 0.9% NACL 

2) ADD BENZYL ALCOHOL AND QS TO Fjtf^iYOLUME WITH WATER FOR INJ, PH=6 (NO ADJUSTMENTS 
SHOULD BE NECESSARY). FINAL PH= f 6 J 

3) 0.22 MICRON FILTER(DISK) INTO STERiLE'SYRINGES (20ML-60ML). ATTACH A STERILE LL-LS ADAPTER 

4) FILL TO APPROPRIATE VOLUME IN DESIGNATED DEVICE (SYRINGE OR VIAL) 


clear vials w/ WHITE caps 


Date entered: 5/31/2012 8:24:04 AM Last modified: 5/31/2012 8:24:11 AM by: LAB 
Checked by: Date: t / 


174756 26 12 002250 


FDA P00084466 




